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The stair-case may be built on any side except
the N.E., in such a way that people might descend
from the staircase facing East or North. The area
in S~W, South, West, S-E, N-W, North, East
should be used in order of priority.

Kindly tell where should be the Septic Tank,
underground water sump, overhead tank, borewell
and open well be built ?

Wells, pits, underground storage of water should
be in the NE, North, or East. The septic tank can
be in the North or East but not in N-E corner. The
overhead tank may be built in the West, S-W.,
N-W, North or Eastern areas without touching the
roof or the parapet wall.

What are the demerits of a V shaped building? If
necessary, how it should be constructed as per
vaastu?

The 'Vaastu Shastra" always recommend* that
a house should be built in the shape of a square
or a rectangle. Of course, out-houses built on the
corners may be round. So it is not good, as per
the "Vaastu Shastra11 to build houses in other
shapes Le, U U, 0 shapes. The 'L1 shaped build-
ings are constructed with only two sides; thus
missing the remaining ones. This is not in accor-
dance with the basic principles of Vaastu Shastra.
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